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5 March 1973 


LONG RANGE PLANNING GROUP 
ADVISORY MANAGEMENT GROUP 


Meeting 
CIA EF Headquarters Building 
Wednesday, March 1973 
Room 4 E 64 
1400 Hours 
STATINTL 
Chairman 
Attendees: 
PTOS 
PS 
STATINTL 
IOS 
SRS 
ES 
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BUILDING EXTENSION 


ORM NO REPLACES FORM 36-8 (47) 
‘ FEB No 241 WHICH MAY BE USED. 
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